MACHINE SERVICE BULLETIN #126 



SUBJECT: Additional Dial Clearing 

Mechanism for MA Model 


DATE; February 10, 1932 


TO ALL OFFICES: 

We are issuing herewith, Machine Service Bulletin , 
#126. Plates #1 to #3 inclusive, illustrate and 
describe additional dial clearing mechanism for 
the MA model. Plate #4 covers the parts list. 

It will be noted that this mechanism will simul- 
taneously clear out the registering and accumulator 
dials if desired and also clear out the accumulator 
dials to the left of the split independently by the 
operation of an additional clearout lever. 

To equip MA stock machines in the Field with this 
feature necessitates forwarding the REAR CARRIAGE- 
ONLY TO ORANGE for conversion. In such cases we. will 
convert it and return it together with the necessary 
mechanism that is to be added to the front carriage, 
all of which is to be assembled and adjusted in the 
manner described in this Bulletin. 
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Machine Service Bulletin No. iz 6 -Flhtei 
Subject:- Additional Dial Clearing Mechanism 
For M.A. Model. 


/// SETTING UP A MACHINE WITH THE CARRIAGES* EQUIPPED WITH TH/S 
AfECHAN/SM. PROCEED PS FOLLOWS : PJSSFMBLE FRONT AND REAR CARP/AGES 

PS ILLUSTRATED AND described JM 
MR chi HE Service Bullet t w Ha //£. 

(?) /? TT/TCH HM/T@-ro p/HL shpft(b)ws 
SHOM/M, RMD SECURE im/TH LOCK HARSHER 
ffND XREM 

2) JJttHch LEuer ©to D/fl SHAFT 
P-ND Secure h/tth Lock 



WHS her ha/d Screw: 

\? not t> /stupe screws. 

\e)HA/d(f). PS THEY CONTROL 
THE RDTUSTMEMT OF THIS 

Mechanism: See 'PLPteZ. tor' .... 

(^) //tthch dial CLBHR/AAj Lever -ro Left Hmu? end of sheet (rsrr Chrp/rge) 
RMJ^ SECURE IN PENCE WITH SET SCREW SEE F/q, £.. 

[$) ~ Explhayhtzom Of Operhtion — 

> AcCU/WLFTdR J/HLS LEFT OF SPLIT CNN 3E CLEWED WITH Lev&R 

f R°4 -«"t-h SHIFT LEt/eff No^Locktev Ir / 3 ^ 5 ,^ 

/yfi« Fee UM UL/rroR D/hls ow Be cler/ts-p n/rm Le yen. 

"V I No?-- WITH SH/Ft Lew No.(S) Loc^rsx* /a/ (p) Pozrr, a v. 

WITH /CN08 \Q) LOCRTEJ) /H BOTTOM OF SLOl 
fee I3TERING H/W /TCCUHOLAT/ NQ D/HLS CRN 
CLEFRFD S/MULTHVE OVSLY U/ITH LeueR (z) FNL 
Sh/bt Le ueBs(^VHTD^H(^jFtIS/T/ON-OR^tp/MS OH Be , 

IN PEGistbr/a/s Pvp Fccuftourot? W*K% n//r» sr/pt Levels 

HNd(Q^/vX T 0 S/ r/f>/V-CR t/KR N^pH/O BE. USED FOR 
CLEHRnuG THE RCCUROLPTOR z>/hls TO THE RIGHT of THE 
HTim KNoe(g) lochteod at top of Slot (&) Lever no . 2 clears 
Reg 1 ste * img zuras OA/Ly F/V2> -me AfecURM/SM /3 Ser Foe iMVivmvtrL. os mm Out. 

Note : In CONJUNCTION with this hechrmsm, the LEFT hand cfrr/fre LIFT SUPPORT Do- OSS X! AS 

CONSTRUCTED OS SHOWN SELoW s TO OBTOIN CLEHRONCE FOR THE EXTENSION OF THE OCO/OI/LO70E 

DIHL SHEET. Zr HULL ALSO BE NOTED THAT THE LEFT H FA/ D END OF THE RE"” 

CHRPIHGE SHELL 13 SLOTTEP FOR THIS PURPOSE. 







1/76. <51 

f ’?T®, 


Machine Service Bulletin No. m Plate 2 

How TO REMOVE VIAL CLEWING LEVERS MECHANISM FROM CARRIAGES. 

( 6)75 REMOVE EITHER CARRIAGE, LOOSEN END LOCATE®) NFLKAWT? 

IN SLOT (B) AND T/GATFN (AJ 

S NOTE : do HOT DISTURB ADJUSTMENT SCREWS (G)aNZ? (T) ^ 

Remove screw and washer ( C ) 

Lift off hra/dle (tJ)from rfg/stff/mg p / zw . shaft /?a/z> ( h ^ 

POSITION UNIT® WITH SCREW®LOCFTET> AT®. 

(9) Re MOVE 'SCREW /WJ> WASHER®) AND UNIt(®FROM 

ACCUMULATOR T>/#L SHAFT. 

@) Either carriage can now be removed as 
explained in H/tohne Service 'Bulletin No. //e 
- HOB TO V/SMMTLE UNIT (f) - 

( n ) Remove thumb scren®®® Remove screw (gj and spacing washer! 

{^Remove scre®®v/th lock washer and not CJ) 

®) n -HOWTO ASSEMBLE - 

(14) Assemble thumb scREW®)ro stw(m)anz> Position (®) 

IH BOTTOM OF SLOT AS SHOWN /N F/$(/R£ ®). 

Ho) Position spacing washer (N) in back of®ws sworn aat> k .„ ^ v L w 
PEACE ASSEMBLY® WITH WASHER ®0N TOP OF LEVER^HSER^^^^o^lY, 

(16) Place® over (Q) Slot © entering gu/de swd®)/nsert screw®)/# slots! 

AHV 5ECURE WITH MCE WASHER AND HUTQ) See JtGURB (3). 

[17 )1q assemble UN/T®70 dm clear out shafts see T2ate 1 F/gureI 

^ ^ - ADJUSTMENT NOTES - 

( loVocRTE (H as shown in /tghre@//alj> le ver ® to ward the peaa of machine TbsmoN 

sums oeQat po/MrQmH&w screw(p)sechrely. 

(l9; Wm(Hv.0CATEJ> IN the same POSrr/oM clear the carr/ages with front levers ho.(T)and @ 

If rear clear lever^comfletes rrs clearing snore before the front qyrr/rge has 

COMPLETELY CLEARED, THE^CONNECT/NG L/NR(E)/S TOO SHORT AND MOST BE READJUSTED BY LENGTHEN- 
ING. LOOSER screwCand nuxJand reposition lws(e)aivz><Q) to suit /f the front clearout LEVER 
COMPLETES IT5 CLEARING STROVE BEFORE THE REAR CARRIAGE HAS COMPLETELY CLEARED, THE LINK® 
IS TOO LONG AND SHOULD BE SHORTENED BY REVERSING THE ABOVE OPERATIONS OF ADJUSTMENT. ’ AFTER THE 
CORRECT ADJUSTMENT IS MHPE, TIGHTEN SCREw®wnU NUt® ECU RELY. TUlS OPERATION SHOULD BE 72S7£Z) 
WITH ONES REGISTERED IN THE REGISTERING AND ACCUMULATOR D//7LS. 

Note: Uhit®must operate freely in slot (z). 



Machine Service Bulletin No. ize Plate 3 

CHUNGES MADE IN REAR CARRIAGE MECHANISM. 



^FlG. 9 

7 R CARRIAGE LIFT CRMS. (B)/%PTirm PLATE TO RIGHT OF LEFT LIFT CRM@.(C)/%RTIT/ON 
PLATE TO RIGHT OF R/GHT LIFT CAM(@£F£eVER FOR RETURN SPRING OF RIGHT HAND TOTALIZER DIAL SAAFt(^) 

( G ) Set xresn for clutch coluFF^Clutch collar (FLeft hand rear clearout shaft® Pawl for 

AOLUMtlUTTOR P/ALS^SpRCER LEFT OF LEFT HAND UFT CRM q^CLFAROUT m ASSEMBLY FOR DIAL LEFT OF/jF 
ML(R)P/?pr/T10A/ PLATE TO LEFT OF foplAL^JtlGHT H/WP PERR CLEAR OUT SAAFT^ClEARRNCE SLOT FOf(j) 
(U^LeFT ARND CLERR LEVER.(yt)&t CLEAROUT LEVER CsAMEAsAr FRONT CARP/RSi). 

(21) To REMOVE Fccmum mi SAAET^rANFpjARE our Scr6w(G)in collar(Pjtnv proceed 

AS INSTRUCTED IN /fffCH/NE SeRV/CE B(/LLET/IY Fo. //£. 

~ ADJUSTMENT NOTES - 

(22) 1 F $NAFt(Sj>OES NOT SHIFT FREELY, ECCENTRIC APTUSrWG STOP STUdF^EARE PROVIDE? FOR 

APT VST! NO WE SQUARE HUES IN TEE LEVERS, FOR RETAILS OF TH/S ADJUSTMENT SEE OPERATION NQf5 

fiffTE 6, fnp Operation no. 52 Plate 7 of Machine Service Bulletin No. H6. If shaft(§)poes not 

SHIFT FREELY INTO COUAR^ECCENTRIC STOP ST(H(D)lS PROVIDED FOR ADJUSTMENT 

( 23 ) FwLSjTflRE PROFITED WIW TA/aFwHICH RESTS ON TOP OF ARM jP)S0 WAT WREN THE DIALS ARE 
CLEARED, ARMsQT) UFT PMLS(lj OUT OF ENGAGEMENT WITH THE DIAL GEARS . 



lQ \ "6 Position ofQs engaging (H) 7 z Position orS)disengaging 


Plate 4 


MACHINE 


Part No , 


70 

583 

1389 

2018 

2170x1 

2170-Exl 

3503x1 

3503-1/16 

3503-1/8 

3503?xl 

3520* 

3545-1/8 

3549*xl 

3576 

3576-1/8 

3908 

3946-1/8 

3957* 

3958 

3958* 

30-503 

30-504 

30-653x1 

35-20 

35-20*xl 

35-505-1/8 
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Parts List 


Name 


Lock Washer. 

Return arm spring. 

Nut. 

Adjusting screw for link. 

Set screw for L. H. handle. 

Set screw for clutch collar. 

R. H. rear clearout shaft. 8 hank 
L. H. rear clearout shaft. 10 hank 
L. H. rear clearout shaft. 8 hank 
R. H. rear clearout shaft. 10 hank 
Plain partition plate. 

Clutch collar. 

Lift cams. 

Rear R. H. clearout handle. 

Rear L. H. clearout handle. 

Return arm for R. H. clearout shaft. 
Spacer left of L. H. lift cam. 

Lock knoh for clearout latch. — 

Screw stud in rear handle. 

Guide spacer for clearout link. 

Pronh. clearout handle. 

Clearout link assembly. 

L. H. carriage lifter. 

Partition plate right of lift cam. 
Partition plate left of * cent dial. 
Clearout arm and fingers for dial left 
of * cent dial. 


Monroe Calculating Machine Co., Inc 


* 


Mr. B. P. Janes 
Toledo, Ohio. 
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